ALLIED  COUNCIL  FOR  JAPAN 
TOKYO 

OFFICE  OF  THE  1OT4BER 
FOR 

THE  UNION  OF  SOVIET  SOCIALIST  REPUBLICS 


In  accordance  with  the  official  data  received  from 


competont  Soviet  authoritioe  Kita  Seichi,  former  general  of 
the  Japanese  Army.  Japanese  P.O.W.  in  the  U'.S.S.R.,  horn  in 


1886,  died  in  Haharovek  of  ealoron's  hypertony  end  heart- 
valvo  insufficiency. 


Kislenko 


Acting  Member  for  tho  U.S.S.R. 
of  the  Allied  Council  for  Japan 


October  27,  1947 


